TRINITY  CHURCH.  Broadway  and  Wall 
St..  New  York  City. 

MONUMENT  OF  ROBERT  FULTON.  1765- 
1815.  In  1806  Fulton  constructed  the  fa- 
mous steamboat.  "Clermont."  which  alter 
a  trial  trip  on  the  East  River.  August  9, 
1807,  made  her  first  voyage  to  Albany  on 
August  17  of  that  year.  This  monument 
was  erected  in  1901,  by  the  American 
Society  of  Mechanical  Engineers.  Designed 
by  7.  W.  Gossling  and  Albert  Wennart. 
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